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Waterman Engineers Australia is a manufacturer of scrubbers for controlling air pollution, which 
are used in industrial operations to remove dangerous pollutants such as sulfur dioxide, nitrogen oxides, 
and particulate matter from exhaust gases before releasing them into the atmosphere. Flue gas 
desulfurization (FGD) scrubbers are wet scrubbers used to remove sulfur dioxide from industrial and 
power plant flue gases. 


Comprehensive solutions. 


Packed tower gas scrubbers and packaged 
scrubbers are also effective at removing a wide 
range of pollutants. However, scrubbers produce 
trash that requires proper disposal and require 
energy to operate. Using scrubbers in conjunction | 
with other strategies like pollution prevention and \ 
source reduction can help reduce emissions to the 
minimum. 

Packed Tower Gas Scrubbers are effective at 
removing a wide range of pollutants, including 
particulate matter, acid gases, and organic 
compounds. 


Applications and Advantages 


e Packed Tower Gas Scrubbers are commonly used in 
industries such as chemical manufacturing, 
pharmaceuticals, and wastewater treatment. 

e WET ESPs are effective at removing a wide range of 
pollutants, including fine particulate matter and acid 
gases. They are also relatively easy to operate and 
| maintain. 

e Boiler Wet Scrubbers are effective at removing a wide 
range of pollutants from boiler emissions. They can also 
help to improve boiler efficiency and reduce fuel costs. 
e Jet Venturi Fume Scrubbers can manage a wide range 
of gas flow rates and pollutant concentrations and are 
relatively simple and straightforward to operate. 


Select Right Scrubber based 


on Applications. 


FGD SCRUBBER Desulfurization of flue gaseg 
Packaged Scrubber: | 
WET Electrostatic Precipitators: | 
Boiler Wet Scrubbers: | 
Scrubber for Jet Venturi Fumes: 

Vent Gas Scrubber System: 

High Energy Venturi Scrubber System: 

Fume Scrubber: 

Chemical Factory Wet Scrubber: 

0. Generator Wet Scrubber: 
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FLUE GAS DESULFURIZATION 


There are several types of FGD systems, 
including spray tower, venturi scrubber, and 
packed bed scrubber systems. Each system has 
its own unique advantages and disadvantages, 
depending on the specific application and 
operating conditions. 

One of the main advantages of FGD equipment is 
its effectiveness in removing sulfur dioxide from 
flue gas streams. With proper design and 
operation, FGD systems can remove up to 99% 
of the sulfur dioxide emissions from power 
plants and industrial processes. 
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